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Message Text 

CONFIDENTIAL 

PAGE 01 AMMAN 06151 250723Z 

ACTION SY-05 

INFO OCT-01 EUR- 12 NEA-10 ISO-OO SSO-OO OC-06 CCO-OO 
/034 W 

044761 250729Z/13 

O 250707Z JUL 78 
FM AMEMBASSY AMMAN 
TO SECSTATE WASHDC IMMEDIATE 6969 
INFO AMEMBASSY ATHENS 

CONFIDENTIAL AMMAN 06151 

DEPARTMENT FOR A/SY/OPS/T AND OC/S 
ATHENS FOR OIC/TSO 

E.O. 11652: GDS 
TAGS: ASEC 
SUBJECT: C&R ALARM 

REF: (A) AMMAN 5123, (B) STATE 179718 

1 . TSO ATHENS COMPLETED INSTALLATION OF A SINGLE IR 6200 
DETECTOR IN C&R ON 7/24/78. PURPOSE IS TO ALERT MSG OF 
INTRUSION OF SHIELDED ENCLOSURE DURING UNATTENDED 
OPERATION OF TERP SYSTEM. ALARM IS NOW FULLY OPERATIONAL 
AND INTRUSION MONITORED ON AES 630 AT MSG DESK. ALL 
WIRES WITHIN C&R SPACES HAVE BEEN ENCLOSED IN CONDUIT 
ACCORDING TO SPECS. 

2. FOR OC/S: PER PARA 3 REFTEL B, SEND KEY CARDS ASAP. SUDDARTH 


CONFIDENTIAL 
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